STANDARD EXTRAS ON STEEL PLATES
Extras Per 100 Pounds QUANTITY EXTRAS
The following quantity extras are applicable to total theoretical weight of plates on an order placed for shipment at one time, to one destination:
Under 6,000 Ibs. to 4,000 Ibs., inclusive..............................$0.25
Under 4,000 Ibs. to 2,000 Ibs., inclusive...............................75
Under 2,000 Ibs.....................................................   1.25
CIRCULAR AND SKETCH PLATE EXTRAS
Not Requiring Re-entrant Cutting
REGULAR SKETCH PLATES  (with not more than four straight edges)
including straight tapered plates, except as shown below *........$0.20
* STRAIGHT TAPERED PLATES with difference in width between ends
less than 2", in length of 20' 0" or over.................No Sketch extra
IRREGULAR SKETCH PLATES (with more than four straight edges) ...    .50
CIRCULAR PLATES..................................................50
SEMI-CIRCULAR AND SKETCH PLATES furnished to a radius.........50
All circular and sketch plates are invoiced at actual weight, and are subject to weight tolerances 25% in excess of those applying to rectangular plates.
EXCESS STAMPING EXTRA
For amount of stamping specified for flange or higher classifications, except Marine Steel, greater than required in A. S. T. M. or A. S. M. E. Boiler Plate Specifications....................................05
SPECIAL DISCARD EXTRA
For specified amount of discard not to exceed 50%...................40
THICKNESS LIMITS FOR SHEARING
Maximum Thickness    Limits for Shearing
Maximum Carbon Specified                   Circular Plates        Rectangular Plates
.30% and under.................                llk"                             2"
.31% to .40%, inclusive..........                1"                                 2"
.41% to .50%, inclusive..........                  %"                             1V2"
.51% to .60%, inclusive..........                   5/s"                             I1/*"
Plates outside the limits in the above table must be flame cut, for which the regular flame cutting extras apply.
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